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when the subject comes flying to the front of the
stage as it always does when the engagement pe-
riod is under discussion. How much ornamenta-
tion, how much dessert may one havc^they ask,
and does a man respect a girl who gives or asks
-"too much", and does "too much" affect the later
relationship?

In the case of older students, many of whom are
engaged to be married, or have made their choice,
I find a simple setting forth of the three psycho-
biological stages of the love impulse most absorb-
ingly interesting to them as well as helpful in the
guidance of their own conduct: the primary, or
stage of light contacts, such as one associates with
the young boys and girls in their explorative
"passes" at each other; the secondary stage, or pro-
longed and more intense caressing, typical of older
and mature lovers, both married and not married,
in which there is a biological preparation for the
third, or tertiary stage, expressed in coitus or the
act of sexual union. These three stages will re-
quire a fairly detailed, carefully worded, simple
setting forth as presented by writers of authorita-
tive position. Yet the success of the discussion
will depend upon the skill of the leader, who must
measure her material to fit her students in both
amount and texture.